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Ms. Brenda T. Hodge 
Mr. William F. Kuhn 
Dr. John H. Lauterbach 
Mr. Byron F. Price 
Dr. Fred J. Schultz 
Mr. Gregory A. Sulin 

Addressees: 

I am sending to each of you, or to the individuals listed below, the set of 
samples for the seventh, semi-annual, interlab comparison. Although a little early, 
I am asking that the results be returned to me by mid-September so that they can 
be summarized and reported before the October TCRC. The samples are the same 
as last time and are designated Cl, C2, C3, C4, C5, and C6 with C7 being the PM 
monitor already on hand. 

The samples are to be tested the same way as before: 

o FTC methodology for smoking parameters, butt length, etc. 

o Sample size of 100 cigarettes consisting of 20 ports of 5 cigarettes 
each treated like any other routine sample 

o Test period spread over a period of 5 or more days, if possible. 

Sincerely, 



xc: 

Dr. Robert A. Fenner 
Mr. D. Marquess 
Mr. J. Wagner 


PM3000879196 


Source: https://www.industrydocuments.ucsf.edu/docs/tryk0001 





































